MY YEARS ON THE STAGE
ing his time and ingenuity for four days and four acts to the seemingly futile attempt to prevent the elopement of his closest friend with the silly young wife of a common acquaintance, confronts them in his apartment. The hour is late, and Sir Christopher is getting ready to start for Africa to rejoin his regiment, the next day. Moreover, he has just asked a charming young woman to be his wife. He has little time to spare, but in a long speech which is very effective he sets facts before these two, the heedless man and the vain woman, and convinces them of their folly.
On the first night of The Liars the curtain failed to come down after the first act. The stage manager said that he had given both the warning bell, which means to get ready, and the second bell, which is the signal to ring down. The flyman in charge of the curtain said he heard only the one signal, so did not ring down. This spoiled the first act.
In the second act a hand organ is supposed to be played outside, so that the heroine can get rid of the young man by sending him out to give some money to the monkey. When the cue came there was no music from the hand organ. The property man, wishing to prevent the possibility of any tampering with the hand organ, had removed the handle, and then in his first- with. The cup bore the name of theaal Marie by W. W. Ftntsr,
